SANDS MOTEL 


On U.S. Highway 66 & one mile West of State 
Hwy. 385 

VEGA, TEXAS ' .* 

Air Conditioned . . . Central Heating . . . Wall 
to Wall Carpeting . . . Free Room TV . . : r < 
Combination Tub & Shower . . . Heated Pool . 
Excellent Restaurant Adjoining . . . Member Din- * 
ers Club. 

Area Code 806 ★ 267-4751 
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